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Site Name 


Feature Location 


6 D's 


WALKLEY TERRACE 


o/s 3 


Dangerous 


WALKLEY TERRACE 


o/s 25-27 


Dangerous 


WALKLEY TERRACE 


o/s 1 


Damaging 



Reasons 


Existing species 


Planting notes 


Replant species 


TR:Felling tree split at crown 
break, l/3rd crown loss from 
weak union. - 


Pyrus Chanticleer 


opposite 28 in same location 
in existing tree pit 


Pyrus 'Chanticleer' 


TR: Felling- - Very poor 
physiological condition, 
approx 50% crown vol dead, 
little Safe Useful Life 
Expectancy 


Prunus serrulata 


Plant in new 800mm pit o/s 
between 25-27 (same as felled 
tree) 


Pyrus 'Chanticleer' 


TR: Felling - Kerb disrupted by 
buttress rooting immediately 
behind 


Prunus serrulata 


Plant in new 800mm pit o/s 1 
(same as felled tree) 


Pyrus 'Chanticleer' 












